46—120 Checking start of manual restriction 








Start of power support with a power application 
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1 Run engine at idle speed. 


2 Remove company symbol with a smal! screw driver 
from pad or remove pad from steering wheel. Pulling- 
off begins best at a corner of pad in range of one of 
the steering wheel spokes. 


3 Position torque wrench on hex. nut of steering 
shaft, measure the force required for turning steering 
shaft which should not exceed 5—7 Nm. 
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4 Insert company symbol into pad or attach pad to 
horn bracket of steering wheel. Start by unbuttoning 
pad in range of steering wheel spokes. Do not use 
force, so that the horn bracket is not damaged. 
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